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ORIGIN HEW-06 

INFO OCT-01 ARA-10 ISO-OO OES-05 /022 R 

FRAF ED BY DHEW/FDA: JRWEINROTH, M.D.: AMS 
APPROVED BY OES/APT/BMP: WJWALSH, III 
DHEW/OIH: MACODDING 

124485 

P 172342Z FEB 76 

FM SECSTATE WASHDC 

TO AMEMBASSY MANAGUA PRIORITY 

UNCLAS STATE 038060 

E.O. 11652: N/A 

TAGS: ECEM, ETRD, OGEN, TBIO, NU 

SUBJECT: ALLEGED BAN OF LOCAL ANESTHETIC CARBOCAINE 

REF: MANAGUA 0590 

1 . FDA ADVISES THAT A VARIETY OF INJECTABLE DRUG PRODUCTS 
DISTRIBUTED BY COOK- WAITE LABORATORIES, N.Y., N.Y. AND 
WINTHROP PRODUCTS INC. N.Y., N.Y. AND MANUFACTURED BY 
STERLING DRUGS, INC. RENSSELAER, N.Y. 12144 ARE BEING RE- 
CALLED BECAUSE FDA BELIEVES THAT DRUG PRODUCTS WERE NOT 
AND HAD NOT BEEN MANUFACTURED IN CONFORMANCE WITH CURRENT 
GOOD MANUFACTURING PRACTICE REGULATIONS AND THAT THERE IS 

A QUESTION OF PRODUCT STERILITY. 

2. RECALL INVOLVES PRODUCTS MANUFACTURED JANUARY 1974 
THROUGH AUGUST 1975. LIST OF PRODUCTS AND LOT NUMBERS 
VERY EXTENSIVE. RCA GLOBAL CABLES HAVE BEEN SENT BY 
FIRM TO ALL FOREIGN DISTRIBUTORS ON AN INDIVIDUAL BASIS 
WITH COMPLETE DETAILS. 

3. SUGGEST POST AWAIT FDA RECALL ADVISORY(S) WHEN ISSUED 
FOR COMPLETE DETAILS AND RESPOND TO INDIVIDUAL INQUIRIES 
REFERRING TO INFORMATION CITED ABOVE. INGERSOLL 
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Current Classification: UNCLASSIFIED 
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Control Number: n/a 

Copy: SINGLE 

Draft Date: 17 FEB 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 
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Disposition Case Number: n/a 
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Disposition Reason: 

Disposition Remarks: 
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Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760059-0628 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t19760242/aaaabkvz.tel 

Line Count: 60 
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Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
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Previous Classification: n/a 
Previous Handling Restrictions: n/a 
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